To:  Lloyd,  Lisa[Lloyd. Lisa@epa.gov] 

From:  Kerry  Kimble  - CDPS 

Sent:  Thur  8/13/2015  12:26:22  AM 

Subject:  Re:  SITREP  4 is  attached 

Thanks! 

Sent  from  my  iPhone 

Mr.  Kerry  Kimble,  CEM®  | Planning  Program  Manager 

Div.  of  Homeland  Security  & Emergency  Management 
9195  E.  Mineral  Ave.  Suite  200.  Centennial.  CO  80112 
720-852-6604  office.  303-472-762 1 mobile.  720-852-6750  fax 
kerry.kimble@state.co.us.  http://dhsem.state.co.us 


On  Aug  12,  2015,  at  6:25  PM,  "Lloyd,  Lisa"  <Llovd.Lisa@epa.gov>  wrote: 


Lisa  Lloyd 

Situation  Unit  Leader 
U.S.  EPA  Region  8 
(303)  312-6537 

(303)  809-8381  (non-internet  cell) 
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